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Intorlek 


NUMBER: HJ00203570 

DATE: Jan 20, 2004 


SAFETT DATA SBJtBT FOR 
TBnafl'ffT.ltMtTHO KIT 

CHBCnCJH FBOOOCT AND C0MPRK2 XDEHTirXCftllOK 


ffRODCCT HAMS : 
'STNOIWKS : NONE 


LENS CLEANINS KIT 


S»<»OCr TTPS : CLEANER 


TRADE NAMES ' 


FORM01* ; PROPIETARY 


RASXH6S* 


HEAl/TK 

ELAMMRBILITT 

REACTIVITY 



iTTST" 

0 

0 


RAtlHCS rXY 

0 - MINIMAL 

1 = SLIGHT 

2 - MODERATE 

3 - SERIOUS 

4 - SEVERE 


MANUFACTORER 

RIVORAN TRADING CO., LTD. 
9/F XINGJINIANG BUILDING 
491 LINGQIAO ROAD 
NINGBO, CHINA 
TEL : (86-5T4) 8129-5€48 


DISTRIBOTOR 

SAXAR INTEANATXONAI INC. 
19S CARTER DRIVE 
EDISON, NJ 088X7 
USA 

TEL t (732) 248-L306 X 203 


* SEE SECTION 16 FOR DESIGNATIONS OF ABBREVIATIONS USED IN THIS 
MSDS. . 


COMPOSITIOM/IHFORMATIOH OK IHCRKDtSSTS 


HT 

“TT^ 


AS DEFINED IN 29 CFR 1910.1200 
STANDARD) . 


EX-gOSURE LIMITS 


ACGIH TL^^ 

400 ppca -»»- re—, 

980 ng/ar 990 Kvg/in- 


OSHA PEL 
400 ppnT 


(OSKA HAZARD COMMUNICATION 


lfiwrt*kT«ana SMviee* Hong Kong Ltd. 

itLOtmwK CinM. *neH*« MRtM >wn» 

'nMOineiCU 
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; NUMBER: HJ00203570 

! DATE: ■ Jan 20, 2004 

i 3 ■ ' BA2AROS •IDEKTlFZCATIOH/ZmiWSEHCX OVERVIEW 

j NON-FLAMMA3LE THIS MATERIAL WILL NOT BORN, 

’ ROUTES or ENTRY : 

■ i INHALATZON-THIS M.ATERIAL CANNOT BE INHALED. 

INCE5TI0N-MAY CAUSE NAUSEA AND VOMITING. 

SKIK CONTACT-NOT EXPECTED -TO BE HAAMrOL. 

EYE CONTACT-MAY BE SLIGHTLY IRRITATING. 

, CARCINOGENIC : lARC - NO, MTP - NO, OSHA - NO 


j 4. EXRSS AID 

I INGESTION - IF CONSCIOUS, DRINK LARGS AMOUNT OF WATER. NEVER 

GIVE WATER TO UNCONSCIOUS PERSON. DO NOT INDUCE VOMITING. 

. SKIN CONTACT * NO FIRST AID PROCEDURES NEEDED. 

EYE CONTACT - RINSE EYES WITH COLD WATER. SEEK IMMEDIATE MEDICAL 
i HELP. . 


5 . FtRE-FXaHTING MEA50RS8 

THIS MATERIAL WILL NOT BURN. 

ECTIMOOISBING MEDIA s AiJY' MATERIAL APPROPRIATE FOR SURROUNDING 
I MEDIA. 

I BPSCIAL FZR£-Fl<3HTZ2IO PROCEDURZS OR EQUIPMENT : NONE REQUIRED. 

I HAZABDOOS CCMBUSTIOK PRODUCTS ! NONE KNOWN, 

i UNUSUAL FXBE/EZPL06I0N SAZASDS : NONE KMOWN. 


I €. ACCIDENTAL RELEASE ZiSASURZS. 

MIX WITH ABSORBENT MATERIAL, SWEEP UP AND PLACE IN APPROPRIATE 
j CONTAINER. 


j 7 . HANDLING AND STOSAOE 

NO SPECIAL HANDLING PRECAUTIONS ARE REQUIRED tOK HANDLING THIS 
! DRIED .'lATERIAL. STORE PRODUCT A.WAY FROM RBAT. 
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Nt’MBER; HJ00203570 
D^TE: -Jan 20, 2004 


8. axposniu: cc«prRoi./PERSCTiAL protkctioh 

KONE REQUIRED. 


9. PZTS3CAL AND CHEMICAL 9ROPSKTZES 

APPSAKANCB/STATS : COLORLESS LIQOIO ODOR : -ALCOHOL 

SOLtJBILITX CWXMUl) : SOLUBLE (0»3A*aCS) : INSOLO^E 


i XO. 8TASILITX AHD KERCTIVITT 

TH3S MATERIAL IS STABLE AHD MOT REACTIVE. 


11 . TOZXC0LO9ZCAL SHFOFHATXCB9 : 

ACDTS lOSICJTI : THIS MATERIAL IS MOT KPECTBD .'TO BE TOXIC OR 
IRRITATING TO THE SXIN. MAI? BE SLIGHTLY 
IRRITATING TO THE EYES. 

CHRONIC TOXICITY ■ NONE EXPECTED. 


12 . ECOLOGICAL XNFOFUATZON 

SMALL AMOUNTS OF THIS MATERIAL ARE NOT EXPECTED TO CAUSE ANY ' 
SIGNIFICANT ADVERSE EFFECTS ON THE ENVIRONMENT. O»!P0NENTS OF THIS 
MATERIAL ARE NOT BIOKAGNIFIED OR BIOCONCENTRATED IN : THE . 

ENVIRONMENT. 


; 13. DISPOSAL COMSIDEBAIZOKS | 

' SMALL A.MOUNTS OF THIS MATERIAL MAY BE SAFELY DISPOSED OF • IN A • 
MUNICIPAL LANDFILL. j 


I LA. TRAHSTORT IHFOfiHATIOM 

THIS MATERIAL IS NOT REGULATED BY THE USDOT. 
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' NOKsEBi HJ0020357C ' 

; DATE': 'Jan 20, 2Q04' 

; 15. BEGOIATORI ISFOFtaTION 

■ NOTE i THE REGULATORY TNFORMATTON INCLUDED ' HgRE SHOULD NOT 
NECESSARILY BE CONSIDERED ALL-ISCLCSIVE'. ; 

i NONE or THE INGREDIENTS IN THIS PRODUCT TS 'SUBJECT TO- THE 

' REPORTING REQUIREMENTS Of THE COtlRREKENSIVE ESVISdNMSNTAL RESPONSE 

COMPENSATION LIABILITY • ACT AND THE STATE OF CALIFORNIA' S . SAFE 
j DRINKING WATER AND TOXIC ENFORCEMENT ACT OF 1986 (PROPOSITION’ 65). 
THIS MATERIAL IS NOT FORMULATED WITH, NOR 00 THE {®»t:rACTORlNG OR 
FOPKUIATION PROCESSES UTILIZE ANY CLASS I DR CLASS II OZONE 
DEPLETING SUBSTANCES REGULATED BY TfE SPA UNDER ;TKE CLEAN AIR ACT. 


; 16. OTHER IHFORKATZOH 

i 0 DELETE AS APPROPRT.ATF 

' THE RECOMMENDATIONS AND INFORMATION CONTAINED 'IN THIS WSDS: HAVE 
: BEEN COMPILED FROM SOURCES BELIEVED TO REPRESENT THE • MOST 

REASONABLE CURRENT OPINION ON THE SUBJECT WHEN THE MSDS WAS 
' PREPARED. HOWEVER, NEITHER THE MANUFACTURER NOR: THE DISTRIBUTOR 

OF THIS MATERIAL PROVIDES ANY WARRANTY, GUARANTY OR REPRESENTATION 
AS TO THE CORRECTNESS OR SUFFICIENCY OF THIS INFORMATION. IF THIS 
PRODUCT IS TO BE USED IK LARGE AMOUNTS AND/OR AN. UNUSUAL MANNER, 
THE. USER IS OBLIGATED TO DETERMINE WHAT SAFETY MEASURES ARE 
APPROPRIATE, INCLUDING THE APPLICABLE AKO RSLEVANT WORKPLACE AND 
ENVIRONMENTAL REGULATIONS PERTAINING TO HANDLING, OSS' AND 
‘ DISPOSAL. ! 

I* ABBREVIATIONS USED IN THIS MSDS NOT FULLY i DESCRIBED IN THE. 
TEXT: 

ACGIH »- AMERICAN CONFERENCE OF GOVERNMENTAL INDUSTRIAL 
HYGIENISTS ' 

! CFR - CODE OF FEDERAL REGULATIONS (US) 

! IPAC - INTERNATrONAL AGENCY FOR RESEARCH OK CANCER 

' NFPA “ NATIONAL FIRE PROTECTION ASSOCIATION (US)- 

NPCA / HKIS - NATIONAL PAINT AND COATINGS ASSOCIATION'S 
' HAZARDOUS MATERIALS INFORMATION 'SYSTEM (US) 

NTP - NATIONAL TOXICOLOGY PRCXsiW! (OS) 

OS.HA • OCCUPATIONAL SAFETY AND HEALTH ADMINISTRATION (US) 

’ PEL - PERMISSIBLE EXPOSURE LIMIT 

TLV - THRES)10LD LIMIT VALUE ; 

USDOT - UNITED STATES DEPARTMENT OF TRANSPORTATION 

' X7. Center for poison control: call 1800-222-122? |' 

DATE OP ISSUE JAN IS, 2004 ' | 

! (».« <] ' • 
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